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Health  Department, 

Town  Hall, 

B ARNOLDS  WICK. 


Mr.  Chairman,  Lady  and  Gentlemen, 

I have  pleasure  in  submitting  the  Annual  Report  for  the 
year  1943.  A high  standard  of  health  was  maintained  throughout 
the  year  despite  the  fact  that  the  majority  of  the  townspeople  was 
working  to  full  capacity. 

The  cases  of  scarlet  fever  notified  were  of  a mild  type  and 
although  there  were  43  cases  of  whooping  cough  during  the  months 
of  April,  May  and  June,  there  was  a decrease  in  the  number  of 
notifiable  diseases. 

There  were  no  cases  of  diphtheria.  The  general  decline  in 
the  number  of  cases  speaks  well  for  immunisation  and  every  parent 
should  see  that  his  or  her  child  takes  the  opportunity  of  the  facili- 
ties offered  to  them. 

There  was  an  increase  in  the  birth-rate  and  decrease  in  the 
death-rate. 

I wish  to  thank  the  Chairman  of  the  Committee  and  members 
for  the  support  given  to  my  staff  and  myself. 

I am, 

A7 our  obedient  servant, 

H.  C.  ALDERTON, 

Medical  Officer  of  Health. 
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STATISTICS  AND  SOCIAL  CONDITIONS  OF 
THE  AREA. 


Area  (in  acres) 

Population  

Number  of  Inhabited  Houses 
Number  of  Empty  Houses 
Rateable  Value  ((gross)  ... 

Sum  represented  by  a Penny  Rate 


2,764 

10,210 

3,410 

8 

£59,260  0 0 
...  £246  18  4 


EXTRACTS  FROM  VITAL  STATISTICS 


FOR 

THE 

YEAR 

1943. 

Live  Births  : 

M. 

F. 

Total. 

Legitimate 

S7 

00 

Birth-rate  per  1,000  of 

Illegitimate 

4 

5 

the  estimated  resident 

Still  Births  : 

— 

— 

102 

population,  15-86. 

Legitimate 

4 

3 

7 

Rate  per  1,000  total  Live 

Illegitimate 

— 

— 

and  Still  Births,  41  -42. 

Deaths 

00 

70 

130 

Death-rate  per  1,000  of 
the  estimated  resident 
population,  12  -73. 

Number  of  Women  Dying  in,  or  in  consequence  of, 

Childbirth  ...  ...  ...  ...  ...  ...  Nil. 

Death-rates  of  Infants  under  One  Year  of  age  : 

Legitimate  4 Total  ...  4 

All  Infants  per  1,000  Live  Births  ...  ...  ...  24-69 

Legitimate  Infants  per  1,000  Legitimate  Live  Births  ...  26-14 

Illegitimate  Infants  per  1,000  Illegitimate  Live  Births  Nil, 

Deaths  from  Cancer  (all  ages)  ...  ...  ...  ...  18 

Deaths  from  Measles  (all  ages)  ...  ...  ...  Nil. 

Deaths  from  Whooping  Cough  (all  ages)  ...  ...  Nil. 

Deaths  from  Diarrhoea  (under  two  years  of  age)  ...  Nil. 


COMPARATIVE  TABLE. 


(Provisional  figures  based  on  Weekly  and  Quarterly 

Returns.) 


Rates  per  1,000  Population  : 

Live  Births 
Still  Births 

Death  Rate  per  1,000  Population 

All  Causes  

Typhoid  and  Paratyphoid 

Scarlet  Fever 

Whooping  Cough 

Diphtheria 

Influenza 

Smallpox 

Measles  ...  


England 

Barnoldswick  and 

Wales 

15-86  ...  16-5 

•68  ...  -5 

12-1 
0-00 
0-00 
0-03 
0-03 
0-37 

0-02 


0-09 


Rates  per  1,000  Live  Births  : 

Deaths  under  One  Year  of  Age  ...  24-69  ...  49 

Deaths  from  Diarrhoea  and  Enteritis 
Under  Two  Years  of  Age 


5-3 
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CAUSES  OF  DEATHS. 

Males. 


Tuberculosis  of  Respiratory  System  ...  1 

Influenza  ...  ...  ...  ...  ...  — 

Cancer  of  Oesophagus  and  Uterus  ...  ...  1 

Cancer  of  Stomach  and  Duodenum  ...  3 

Cancer  of  Breast  ...  ...  ...  ...  — 

Cancer  of  Other  Sites  ...  ...  ...  4 

Diabetes  ...  ...  ...  ...  ...  — 

Intra-Cranial  Vascular  Lesions  ...  ...  3 

Heart  Diseases  ...  ...  ...  ...  27 

Other  Diseases  of  Circulatary  System  ...  2 

Bronchitis  ...  ...  ...  ...  ...  2 

Pneumonia  ...  ...  ...  ...  ...  — 

Other  Respiratory  Diseases  ...  ...  2 

Appendicitis  ...  ...  ...  ...  — 

Other  Digestive  Diseases  ...  ...  ...  1 

Nephritis  ...  ...  ...  ...  •••  1 

Premature  Birth  ...  ...  ...  ...  2 

Congenital  Malformation,  Birth  Injuries, 

Infantile  Diseases  ...  ...  ...  1 

Suicide  — 

Road  Traffic  Accidents  2 

Other  Violent  Causes  ...  ...  ...  3 

All  Other  Causes  ...  ...  ...  ...  5 


60 

Deaths  of  Infants  Under  One  Year 
of  Age  : 

Legitimate  ...  ...  •••  •••  3 

Illegitimate  ...  ...  ...  •••  — 

3 


Females. 

2 

1 

1 

2 

5 

2 

2 

7 

25 

2 

3 

2 

2 

1 

2 

1 

1 

1 

1 

1 

7 

70 


1 

1 


GENERAL  PROVISION  OF  HEALTH  SERVICES 
FOR  THE  AREA. 


LABORATORIES. 

Adequate  facilities  are  provided  by  the  West  Riding  County 
Council  Laboratory,  where  specimens  may  be  sent  for  examination. 

AMBULANCE  FACILITIES. 

The  Council  has  two  ambulances  for  the  conveyance  of  patients 
to  and  from  hospital.  A female  or  male  attendant  accompanies  the 
patient  on  every  occasion.  During  the  year  474  patients  were  con- 
veyed in  the  ambulances. 

NURSING  IN  THE  HOME. 

There  is  one  District  Nurse  who  is  a servant  of  the  Barnolds- 
wick  Hospital  Fund  and  District  Nursing  Association. 

TREATMENT  CENTRES  AND  CLINICS. 

Facilities  are  provided  by  the  West  Riding  County  Council. 
A Child  Welfare  Clinic  is  open  on  a full  day  each  week  and  an 
additional  half-day  each  fortnight,  when  a County  Medical  Officer 
and  Nurse  are  in  attendance. 

TUBERCULOSIS. 

There  is  a West  Riding  County  Council  Dispensary  in  the 
town  where  patients  may  attend,  during  certain  hours,  for  examina- 
tion and  consultation. 

VENEREAL  DISEASES. 

Cases  may  attend  for  treatment  at  Burnley  Voluntary  Hospital, 
Leeds,  Bradford  and  Keighley.  During  the  year  special  publicity 
was  given  to  this  disease,  advising  the  necessity  for  prompt  treat- 
ment. 

HOSPITALS. 

(a)  General. 

Cases  are  treated  at  Burnley  Victoria  Hospital,  Burnley  Muni- 
cipal Hospital,  Leeds  General  Infirmary  and  Bradford  Royal.  The 
majority  of  cases  attend  the  first-named  hospital. 
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(b)  Infectious  Diseases. 

The  Council  has  an  arrangement  with,  the  Burnley  Joint 
Hospital  Board  to  receive  any  cases  of  smallpox.  Other  infectious 
cases  are  treated  at  the  Council’s  Isolation  Hospital,  which  has 
accommodation  for  12  patients. 

(c)  Maternity. 

A number  of  expectant  mothers  attend  Colne  Maternity  Home 
before  and  during  childbirth.  In  addition,  there  is  a Certified  Mid- 
wife in  the  district  who  is  an  employee  of  the  West  Riding  County 
Council. 


FACTORIES. 

Mechanical  and  Non-Mechanical  Factories  on  the  Register  : 


Cotton  Manufacturers  ...  ...  ...  21 

Joiners  and  Undertakers  ...  ...  ...  4 

Shoemakers  and  Repairers  ...  ...  5 

Cloggers  ...  ...  ...  ...  ...  2 

Blacksmiths  ...  ...  ...  ...  1 

Millwrights  and  Motor  Engineers  ...  7 

Engineers  ...  ...  ...  ...  ...  2 

Corn  Millers  ...  ...  ...  ...  1 

Printers  ...  ...  ...  ...  ...  2 

Scientific  Corsetry  ...  ...  ...  1 

Cheese  Makers  ...  ...  ...  ...  1 

Steam  Laundries  ...  ...  ...  ...  1 

Saddlers  ...  ...  ...  ...  ...  1 

Upholsterers  ...  ...  ...  ...  1 

Monumental  Masons  ...  ...  ...  1 

Plumbers  ...  ...  ...  ...  ...  3 

Other  Premises  ...  ...  ...  ...  5 

Total  ...  59 


Sixty-eight  inspections  were  made  of  these  premises  and  the 
defects  found  were  given  immediate  attention  on  being  brought 
to  the  notice  of  the  occupiers. 
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Defects  : Found.  Remedied. 

Want  of  Cleanliness  ...  ...  — ...  — 

Overcrowding  ...  ...  ...  — ...  — 

Unreasonable  Temperature  ...  — ...  — 

Inadequate  Ventilation  ...  ...  — ...  — 

Ineffective  Drainage  of  Floors  ...  — 

Sanitary  Conveniences  : 

Insufficient  ...  ...  ...  — ...  — 

Unsuitable  or  Defective  ...  ...  6 ...  6 

Not  Separate  for  Sexes  ...  ...  — ...  — 


SANITARY  CIRCUMSTANCES  OF  THE 
AREA. 


WATER. 

The  town  has  two  sources  of  water  supply  ; one  from  Elslack 
Moor  with  a gathering  ground  of  460  acres,  and  the  other  from  deep 
wells  on  White  Moor.  The  quality  of  the  water  is  good  and  the 
supply  is  more  than  adequate.  The  water  is  filtered  and  Bell’s 
Mechancial  Filters  and  Candy  Filters  are  installed.  There  is  a number 
of  houses  in  the  district  with  a poor  supply  owing  to  the  corroded 
state  of  the  communication  and  branch  pipes. 

The  capacities  of  the  reservoirs  are  : 

Elslack  Impounding  Reservoir 
Park  Hill  Service  Reservoir  ... 

White  Moor 

The  Volume  of  water  supplied  during  the  year 
was  ... 

The  Average  Consumption  per  head  per  day... 

The  total  Length  of  Mains  in  use  are 

The  Number  of  houses  on  constant  direct 
supply  is 


51,000,000  gallons. 
1,000,000  gallons. 
400,000  gallons. 

143,709,000  gallons. 
38-69  gallons. 
25  miles,  715  yds. 

3,380 


Thirty-two  samples  of  water  were  taken  for  bacteriological  exam- 
ination and  one  sample  for  chemical  analysis  and  the  following  are 
the  results  : 
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ELSLACK  SUPPLY. 

JANUARY  19th,  1943. 


Un  filtered. 

Filtered. 

Total  No.  of  Micro-organisms  per  ml. 

growing  on  Agar  @ 22°C. — 3 days 
Total  No.  of  Micro-organisms  per  ml. 

100 

• 1 

growing  on  Agar  @ 37 °C. — 2 days 

1 

Nil 

Presumptive  B.  Coli  per  100  ml. 

Residual  Chlorine  present  at  time  of  test- 

11 

Nil 

ing  at  the  Laboratory — pts.  per  million... 

Nil 

5-0 

pH  Value 

6-7 

7-0 

Remarks  : The  unfiltered  water  contains  B.  Coli  at  the  rate  of  eleven 
per  100  ml.  Sub-cultivation  shows  this  to  be  of  Faecal  type  1. 

The  filtered  water  contains  an  abnormal  proportion  of  free  Chlorine 
and  must  be  regarded  as  due  to  freak  conditions. 

Filtered  Water 


(1)  (2) 

Total  No.  of  Micro-organisms  per  ml. 

growing  on  Agar  @ 22°C. — 3 days  ...  4 5 

Total  No.  of  Micro-organisms  per  ml. 

growing  on  Agar  @ 37 °C.— 2 days  ...  Nil  2 

Presumptive  B.  Coli  per  100  ml.  ...  ...  Nil  Nil 

Residual  Chlorine  present  at  time  of  testing 

at  the  Laboratory — pts.  per  million  ...  Trace  Nil 

pH  Value  ...  ...  ...  ...  ...  6-6  6-7 


Remarks  : These  samples  are  in  excellent  condition. 


(3) 

Nil 

Nil 

Nil 

•1 

6-7 


MAY  5th,  1943. 


Unfiltered. 

Total  No.  of  Micro-organisms 
per  ml.  growing  on  Agar 

@ 22°C. — 3 days 40 

Total  No.  of  Micro-organisms 
per  ml.  growing  on  Agar 
@ 37°C. — 2 days  ...  ...  Nil 

Presumptive  B.  Coli  per 

100  ml 5 


Filtered  Water. 


1 

1 

Nil 

Nil 

8 

1 

1 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Residual  Chlorine  present  at 
time  of  testing  at  the 
Laboratory--pts.  per  million  Nil 
pH  Value  ...  ...  ...  6-9 


Nil  Nil  Nil  Nil  Nil 

8-95  7-3  6-8  6-8  6-9 


Remarks  : The  five  Presumptive  B.  Coli  per  100  ml.  were  proved 
by  sub-cultivation  to  be  of  an  irregular  non-fsecal  type,  and  are  not  a 


sign  of  definite  pollution. 

The  condition  of  the  fdtered.  water  is  highly  satisfactory. 


JUNE  23rd, 

Total  No.  of  Micro-organisms  per  ml. 
growing  on  Agar  @ 22°C. — 3 days 

1943. 

95 

Filtered  Water. 
107  2 

81 

Total  N6.  of  Micro-organisms  per  ml. 
growing  on  Agar  @ 37°C. — 2 days 

Nil 

Nil 

Nil 

Nil 

Presumptive  B.  Coli  per  100  ml. 

Nil 

Nil 

Nil 

Nil 

Residual  Chlorine  present  at  time 
of  testing  at  the  Laboratory — 
pts.  per  million 
pH  Value 

Nil 

Nil 

Nil 

Nil 

6-9 

0-9 

6-9 

6-9 

Remarks  : The  condition  of  the  water  is  highly  satisfactory. 
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NOVEMBER  24th,  1943. 


Unfiltered. 

Filtered  Water. 

Total  No.  of  Micro-organisms 
per  ml.  growing  on  Agar  @ 
22°C. — 3 days 

115 

1 

Nil 

Nil 

Nil 

2 

Total  No.  of  Micro-organisms 
per  nil.  growing  on  Agar  (a! 
37°C. — 2 days 

26 

2 

1 

Nil 

Nil 

1 

Presumptive  B.  Coli  per 
100  ml 

7 

Nil 

Nil 

Nil 

Nil 

0-03 

pH  Value 

6-9 

7-1 

6-9 

6-9 

6 9 

pts. 
per  ml. 
6-9 

Remarks  : Unfiltered  Water  : The 

B. 

Coli  were  found 

to 

be  of 

Faecal  Type  1,  generally  considered,  to  indicate  faecal  pollution.  Without 
purification  this  water  would  not  be  safe  for  human  consumption.  The 
other  samples  are  highly  satisfactory. 


WHITE  MOOR  SUPPLY. 


JANUARY  19th,  1943. 

Total  No.  of  Micro-organisms  per  ml. 

growing  on  Agar  @ 22 °C. — 3 days  ... 

Total  No.  of  Micro-organisms  per  ml. 

growing  on  Agar  @ 37 °C. — 2 days 
Presumptive  B.  Coli  per  100  ml. 

Residual  Chlorine  present  at  time  of 
testing  at  the  Laboratory — pts.  per 
million 
pH  Value  ... 


Filtered  Water. 


Nil 

1 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

•45 

■7 

■6 

6-9 

6-9 

6-9 

Remarks  : The  samples  are  highly  satisfactory.  The  free  chlorine 
residue  is  somewhat  excessive,  being  far  above  the  ideal  of  about  0 -2  pts. 
per  million. 


MAY  5th,  1943. 


Filtered  Water. 


Total  No.  of  Micro-organisms  per  ml.  growing  on 
Agar  @ 22°C. — 3 days 

Total  No.  of  Micro-organisms  per  ml.  growing  on 
Agar  @ 37°C. — 2 days 
Presumptive  B.  Coli  per  100  ml. 

P^esidual  Chlorine  present  at  time  of  testing  at  the 
Laboratory — pts.  per  million 
pH  Value 

JUNE  23rd,  1943. 


Nil 

Nil 

Nil 

Nil 
7 1 


Filtered  Water. 


ml 


ml 


Total  No.  of  Micro-organisms  per 
growing  on  Agar  @ 22 °C. — 3 days 
Total  No.  of  Micro-organisms  per 
growing  on  Agar  @ 37 °C. — 2 days 
Presumptive  B.  Coli  per  100  ml. 

Residual  Chlorine  present  at  time  of 
testing  at  the  Laboratory — pts.  per 
million 
pH  Value 

Remarks  : Sample  containing  3 B. 

cultivation,  these  were  found  to  be  irregular  type  1 which  are  regarded 
as  an  indication  of  intestinal  pollution,  human  or  animal, 
should  be  regarded  as  suspicious. 


Nil 

1 

29 

1 

1 

Nil 

Nil 

Nil 

3 

Nil 

Nil 

Nil 

6-9 

6-9 

6-9 

Coli  per 

100  ml. 

On  sub- 

This  source 


n 

NOVEMBER  24tli,  1943. 


Total  No.  of  Micro-organisms 
per  ml.  growing  on  Agar  (a), 
22  °C.— 3 days  ... 

Filtered  Water. 

1,000 

3,400 

65 

55 

Total  No.  of  Micro-organisms 
per  ml.  growing  on  Agar  (a). 
37°C. — 2 days  ...  ... 

1 

Nil 

2 

Nil 

Presumptive  B.  Coli  per  100  ml. 

3 

Nil 

Nil 

Nil 

Residual  Chlorine  present  at 
time  of  testing  at  the  Labora- 
tory— pts.  per  million 

Nil 

Nil 

Nil 

Nil 

pH  Value 

6-8 

6-8 

6-9 

6-9 

Remarks  : The  first  and 

second  samples  contain 

a very 

large 

number  of  organisms  growing  at  22°C.,  and  this  may  bo  due  to  the  state 
of  the  filters,  re-infecting  the  filtered  water. 

The  first  sample,  besides  having  a high  bacterial  count,  contains 
B.  Coli  of  Type  2.  These  are  regarded  as  coming  from  the  soil  rather 
than  from  faecal  pollution.  Even  so,  the  filtrate  is  unsatisfactory.  The 
other  samples  are  highly  satisfactory. 


MAY  8th,  1043. 

Chemical  Analysis  of  one 
sample  of  water. 

Temporary  Hardness 

1-6  degrees 

Total  Hardness 

51 

Permanent  Hardness 

3-5 

pH  Value 

7-3 

R.  MALLINDER, 

Analytical  and  Consulting  Chemist, 
Halifax. 

On  receiving  the  unsatisfactory  results  in  relation  to  the  White 
Moor  supply,  the  filters  were  flushed  out  and  chlorinated. 


January 

February 

March 

April 

May 

June 

July 

August 

September 

October 

November 

December 


METEOROLOGICAL  RETURNS. 

Recorded  at  the  Isolation  Hospital. 

No.  of  Days 

Months.  with  Rain 

Recorded. 

26 

16 

7 

14 

13 

‘18 

11 

28 

21 

17 

14 

17 


Rainfall 

in 

Inches. 

6-35 

2-72 

1-26 

2- 36 

3- 04 
3-78 

3- 12 

4- 81 
3-88 
3-54 
2-55 
2-46 


202 

Highest  Fall  for  any  day  in  1943,  5th  Feb.  ...  1*17 


39  -87 


SEWERAGE  DRAINAGE  AND  SANITARY  WORK. 

The  public  sewers  and  sewage  works  are  under  the  supervision  of 
the  Surveyor.  There  were  no  additional  public  sewers  laid  and  the 
only  work  carried  out  was  in  connection  with  choked  and  defective 
sewers  and  the  periodical  flushing  of  same. 

The  Health  Department  Staff  made  76  inspections  for  the 
purpose  of  tracing  defects  and  the  inspection  of  new  drains. 

RIVERS  AND  STREAMS. 

Rivers  and  streams  are  under  the  control  of  the  West  Riding  of 
Yorkshire  Rivers  Board.  No  complaints  were  received  and  it  was  not 
necessary  to  bring  any  instances  of  pollution  to  the  notice  of  the 
responsible  department. 

CLOSET  ACCOMMODATION. 

Closet  accommodation  at  the  end  of  the  year  : 

Fresh  Water  Closets  ...  ...  ...  2,715 

Waste  Water  Closets  ...  ...  ...  1,451 

Fixed  Receptacles  ...  ...  ...  1 

Moveable  Receptacles  ...  ...  44 

Thirty-one  waste  water  closets  were  converted  to  fresh  water 
closets  and  ten  additional  fresh  water  closets  were  installed. 

The  pails  were  cleansed  regularly  and  there  is  only  one  pail 
closet  which  is  capable  of  replacement,  but  it  is  not  in  use. 

SANITARY  INSPECTION  OF  THE  AREA. 

SUMMARY  OF  INSPECTIONS. 

Cowsheds,  Dairies  and  Milkshops  ...  ...  ...  ...  185 

Bakehouses  ...  ...  ...  ...  ...  ...  ...  92 

Other  Premises  where  Food  is  prepared  or  sold  ...  ...  76 

Offensive  Trades  ...  ...  ...  ...  ...  ...  4 

Milk  Samples  ...  ...  ...  ...  ...  ...  ...  63 

Factories — Mechanical  and  Non-mechanical  ...  ...  68 

Common  Lodging-houses  ...  ...  ...  ...  ...  58 

Shops  Act  ...  ...  ...  ...  ...  ...  ...  26 

Infectious  Diseases  Investigations  ...  ...  ...  ...  45 

Alleged  Dirty  and  Verminous  Houses  ...  ...  ...  32 

Water  Samples : Bacteriological  ...  32 

Chemical  ...  ...  1 

Plumbo  Solvency  ...  2 

— 35 

Drains  Inspected  and  Tested  ...  ...  ...  ...  ...  76 
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Council  Tips  and  Salvage  Sheds  ...  ...  ...  ...  124 

Mortuary  ...  ...  ...  ...  ...  _ 3 

Isolation  Hospital  ...  ...  ...  ...  ...  ...  29 

Rats  and  Mice  Destruction  ...  ...  ...  ...  ...  7g 

Schools  ...  ...  ...  ...  ...  ...  ...  _ 8 

Tents,  Vans  and  Sheds  2 

Septic  Tanks  5 

Destructor  ...  ...  ...  ...  ...  5 

Dwellinghouses  : Public  Health  Acts  (including  re-visits)  ...  586 

Housing  Acts  (including  re-visits)  ...  119 


1,720 


Interviews  on  various  Premises  with  Owners,  Agents  and 
Contractors 
Complaints  received 

Informal  Notices  under  the  Public  Health  Acts  

Informal  Notices  complied  with 


221 

52 

118 

80 


Statutory  Notices  : 


Number 

Served. 


Housing  Act  : 

Section  9 ...  2 

Public  Health  Act  : 

1930  : 

Section  93  ...  9 

Section  73  ...  1 

Section  50  ...  1 


Number  Number 

Outstanding  Complied  with 
1942.  1943. 

5 7 


8 14 

Nil  Nil 

Nil  Nil 


Nuisances  found  in  1943 

Nuisances  in  hand  at  the  end  of  1942 

Total  needing  Abatement 

Total  Abated  during  1943 

Total  Outstanding  at  the  end  of  1943 


214 

58 

272 

178 

94 


WORK  CARRIED  OUT  UNDER  THE  SUPERVISION 
OF  THE  DEPARTMENT. 


Waste  Water  Closets  converted  to  Fresh  Water  Closets  ...  31 

Additional  Fresh  Water  Closets  provided  ...  ...  ...  10 

Pails  provided  ...  ...  ...  ...  ...  2 

Urinals  Cleansed  ...  ...  ...  ...  ...  j 

Defective  and  Choked  Drains  released  and  repaired  ...  38 

Closet  Walls,  Floors,  Seats  and  Doors  made  good  ...  19 

Water  Closet  Pedestals,  Flush  Pipes,  Cisterns  and  Connec- 
tions made  good  ...  ...  ...  ... 

Waste  Water  Closet  Tippers  repaired  ...  ...  ...  ...  9 
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Wash-hand  Basins  provided  

Sinks  renewed 

Bath  and  Sink  Waste  Pipes  repaired  or  renewed  

Rainwater  Pipes  and  Eaves  Troughings  repaired  or  renewed 

Defective  Dustbins  replaced  

Dustbins  provided  in  lieu  of  Ashpits 

Doors  repaired  or  renewed  and  Thresholds  and  Weather- 
boards provided 

Floors  repaired  or  renewed  

Walls  and  Ceilings  plastered  

House  Roofs  repaired 
Rooms  decorated 

Baths  (H.  and  C.)  Water  provided  

Coalhouses  repaired 

Windows  repaired,  Reveals  pointed 

New  windows  provided  

Yards  and  Passages  relaid  or  repaired  

New  Fireranges  fixed  

Fireranges  repaired  and  Fire-backs  reset 
Accumulations  removed 
Verminous  and  Dirty  Houses 

External  Walls  pointed  and  rendered  in  Cement  

Burst  Water  Pipes  repaired  

Rooms  Limewashed 

Miscellaneous  Defects  made  good  


1 

4 
12 
28 

6 

1 

23 

9 

19 

19 

16 

2 

6 

40 

10 

9 

6 

12 

1 

6 

18 

5 

5 

6 


PUBLIC  CLEANSING. 

The  Sanitary  Inspector  is  responsible  for  the  supervision  of  the 
collection  and  disposal  of  refuse  and  the  cleansing  of  streets,  surface 
water  gullies,  pails  and  tanks.  The  cleansing  is  carried  out  by  direct 
labour  and  operates  throughout  the  greater  part  of  the  district. 

The  number  of  men  normally  employed  on  this  work  is  ten  but 
owing  to  sickness  and  shortage  of  labour  this  number  was  often 
reduced  by  half.  It  was  very  difficult  at  times,  especially  when  the 
duties  were  increased  owing  to  additional  collections  of  salvage. 
In  considering  the  many  difficulties  no  section  of  the  work  was 
seriously  neglected. 

The  streets  were  not  swept  as  regularly  but  they  were  kept 
reasonably  clean.  The  surface  gullies  were  cleansed  sufficiently  often 
to  avoid  any  nuisance  being  caused  by  their  overflowing. 


SALVAGE. 


15 


In  June  a scheme  was  introduced  for  the  collection  of  pig  food. 
One  hundred  and  eighty  three  bins  were  put  out  in  approximately  half 
of  the  built-up  area  and  it  is  intended  to  arrange  for  bins  to  be  supplied 
for  the  use  of  the  inhabitants  of  the  remaining  part  of  the  district  as 
soon  as  possible.  The  Council  lets  the  contract  to  a pig  keeper,  who 
provides  haulage,  labour  and  suitable  bins  and  pays  to  the  Council 
the  sum  of  £50  per  annum.  General  supervision  is  carried  out  by  the 
department.  The  scheme  has  been  very  successful  and  the  average 
weekly  collection  was  3 tons  10  cwts.  3 qrs.  25  lbs. 

The  collections  of  other  salvage  were  quite  good,  but  much  more 
effort  is  required  in  the  salving  of  bones  and  rubber. 

The  following  is  weight  and  income  from  materials  salved  : 


Tons 

Cwts. 

Qrs. 

Lbs. 

£ 

s. 

d. 

Paper 

123 

12 

1 

0 

795 

15 

6 

Scrap  Iron  ... 

5 

12 

3 

0 

11 

5 

6 

Unbaled  Tins 

35 

0 

3 

0 

33 

4 

9 

Nonferrous  Metals... 

4 

0 

5 

6 

0 

1 

Textiles 

2 

2 

3 

2 

30 

2 

6 

Bottles  and  Jars  ... 

1 

8 

0 

0 

6 

17 

4 

Bones 

1 

18 

2 

14 

7 

11 

11 

Rubber 

I 

10 

0 

0 

3 

15 

0 

String 

5 

1 

26 

0 

13 

9 

Pig  Pood 

99 

7 

1 

0 

25 

0 

0 

271 

1 

3 

19 

£920 

6 

4 

COST  OF  PUBLIC  CLEANSING. 


Collection  of  Trade  and  Domestic  Refuse. 


Total  Loads  removed 
Cost : 

Wages,  Provender,  Repairs,  Replacements,  etc. 
Average  Cost  per  Load 

Average  Cost  per  Ton  (1  load  estimated  at 
13  cwts.) 

Disposal  of  Refuse. 


Total  Cost 

Average  Cost  per  Load 
Average  Cost  per  Ton 


3,228 

£ s.  d. 
1204  3 8 

7 5-56 

11  5-75 


£ s.  d. 
396  3 9 

2 5-45 

3 9-32 


16 

Collection  and  Disposal. 


£ s.  d. 
1600  7 5 


Gross  Cost 
Income  : 

Salvage  . . . 
Manure 
Trade  Refuse 
Miscellaneous 


£ s.  d. 
920  6 4 
16  0 0 
10  9 8 
13  4 6 


£ s.  d. 


960  0 6 


Nett  Cost 

Average  Nett  Cost  per  Load 
Average  Nett  Cost  per  Ton 
Estimated  Annual  Cost  per  Building 


Trade  Refuse  (Offal). 


Total  Loads  50 
Average  Cost  per  Load 


640  6 11 
3 11-6 
6 1-25 
3 8-96 


£ s.  d. 

55  2 9 
1 2 0-66 


Cleansing  of  Pails  and  Tanks. 

Cost 

Average  Cost  per  Pail 

Average  Cost  per  Tank 

Cost  of  Cleansing  Streets  and  Gullies 


£ s.  d. 

76  19  5 

6-34 
3 10-37 

462  1 10 


RATS  AND  MICE  DESTRUCTION. 

In  July  a special  survey  was  made  for  the  purpose  of  defining 
the  major  rat  infestations  in  the  area.  Special  publicity  was  given  by 
the  Ministry  of  Food  and  Local  Authority  on  the  importance  of  rat 
destruction.  The  statutory  duty  under  the  Act  is  on  the  occupier  of 
premises  to  take  proper  steps  for  the  destruction  of  rats  and  mice 
and  to  prevent  infestation.  The  department  has  always  given 
immediate  attention  to  any  complaint  received  and  has ‘undertaken 
to  trace  the  rats  and  treat  the  infested  premises.  Special  attention 
was  given  to  refuse  tips  and  the  Councils  Sewage  Works.  Seven- 
eight  visits  were  made  and  when  baiting  was  thought  advisable 
sausage  rusk,  and  arsenic  or  zinc  phosphide  were  used. 

COMMON  LODGING  HOUSES. 

The  number  of  Keepers  of  Lodging-houses  registered  under  the 
provisions  of  Section  238  of  the  Public  Health  Act,  1936,  is  three. 
The  permissible  number  of  beds  at  each  of  the  Lodging-houses  is  166, 
11  and  7, 
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It  was  necessary  to  keep  strict  supervision  over  the  largest  of 
these  premises  because  the  Keeper  failed  to  appreciate  the  import- 
ance of  cleanliness.  The  other  premises  were  kept  in  a satisfactory 
condition  and  any  contraventions  brought  to  the  notice  of  the 
Keepers  were  given  immediate  attention. 

TENTS,  VANS  AND  SHEDS. 

There  is  only  one  occupied  wooden  erection  which  has  a suffici- 
ent water  supply  and  sanitary  accommodation.  On  inspection 
there  was  found  no  cause  for  complaint. 

OFFENSIVE  TRADES. 

There  are  two  Rag  and  Bone  Dealers  and  one  Tripe  Boiler  on 
the  legister.  These  trades  were  carried  on  without  complaint. 

SHOPS  ACT. 

The  responsibilities  of  this  department  are  the  supervision  of 
these  premises  in  relation  to  the  sufficiency  of  sanitary  conveniences, 
lighting,  ventilation  and  heating  ; 26  inspections  were  made  for  this 
purpose  and  in  every  case  the  provisions  of  the  Act  were  being 
complied  with.  & 

DISINFECTION. 

After  a case  of  notifiable  infectious  disease  the  bedding  is 
steam  disinfected  and  the  room,  previously  occupied,  is  treated  with 
formalin. 

The  rooms  disinfected  and  the  articles  and  bedding  disinfected 
by  steam  were  : 


Rooms 

...  25 

Beds 

...  18 

Bolsters 

...  9 

Pillows 

...  42 

Quilts 

...  39 

Blankets 

...  88 

Sheets 

...  36 

Suits 

...  19 

Cushions 

...  4 

Shawls 

...  1 

Sundries 

...  30 

18 


FILTHY  AND  VERMINOUS  PREMISES. 

Three  houses  were  found  in  a filthy  condition  and  three  houses 
verminous  ; 32  visits  were  made  to  these  premises.  The  floors, 

walls,  ceilings  and  furniture  of  the  filthy  houses  were  cleansed  and 
the  verminous  rooms  and  furniture  treated  with  an  insecticide.  The 
method  adopted  for  destroying  vermin  was  the  use  of  Vermicine 
applied  with  a fine  spray.  In  the  particular  cases  dealt  with  two 
applications  of  the  treatment  were  found  to  be  sufficient. 

SCHOOLS. 

The  medical  inspection  of  the  schoolchildren  is  carried  out  by  a 
County  Medical  Officer. 

Eight  inspections  were  made  of  the  sanitary  arrangements  and 
in  addition  visits  were  made  in  relation  to  infectious  disease  contacts. 
The  sanitary  conveniences  at  four  of  the  five  schools  were  kept  clean 
and  are  satisfactorily  constructed.  The  conveniences  at  the  other 
school  are  of  a most  unsuitable  type  and  the  standard  of  cleanliness 
far  from  being  satisfactory.  These  conditions  have  been  brought 
to  the  notice  of  the  responsible  authorities.  The  only  satisfactory 
way  to  remedy  the  conditions  is  to  re-construct  the  conveniences. 


HOUSING. 


Inspection  of  dwellinghouses  during  the  year. 

Total  number  of  Houses  in  the  District  ... 

Total  Number  of  Working-class  Houses  included  in  the  above 

(1)  (a)  Total  Number  of  Dwellinghouses  inspected  for 

Housing  Defects  (under  Public  Health  Acts 

or  Housing  Acts)  

(b)  Number  of  Inspections  made  for  the  purpose 

(2)  (a)  Number  of  Dwellinghouses  (included  under  sub- 

head (1)  above)  which  were  inspected  and 
recorded  under  the  Housing  Consolidated 
Regulations,  1925  and  1932 
(b)  Number  of  Inspections  made  for  the  purpose. . . 

(3)  Number  of  Dwellinghouses  needing  further  action  ... 

(a)  Number  considered  to  be  in  a state  so  dangerous 

or  injurious  to  health  as  to  be  unfit  for  human 
habitation  

(b)  Number  (excluding  those  in  sub-head  (3)  (a) 

above)  found  not  to  be  in  all  respects  fit  for 
human  habitation  


3,418 

3,117 


42 

264 


13 

119 

13 


Nil. 
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Remedy  of  Defects  during  the  year  without  service  of  formal  notices. 

Number  of  Defective  Dwellinghouses  rendered  fit  in  con- 
sequence of  informal  action  by  the  Local 
Authority  or  their  Officers  22 

Action  under  Statutory  Powers. 

(A)  Proceedings  under  Sections  9,  10  and  16  of  the 
Housing  Act,  1936  : 

(1)  Number  of  Dwellinghouses  in  respect  of  which 


notices  were  served  requiring  repairs  ...  2 

(2)  Number  of  Dwellinghouses  which  were  rendered 
fit  after  the  service  of  Formal  Notices  : 

Outstanding  1942  ...  ...  5 

Outstanding  1943  ...  ...  2 

Number  of  Dwellinghouses  rendered  fit  by  Owners  5 

Number  of  Dwellinghouses  rendered  fit  by  Local 

Authority  in  default  of  Owners  2 


INSPECTION  AND  SUPERVISION  OF 


FOOD. 

MILK  SUPPLY. 

Cowsheds,  Dairies  and  Milkshops. 

No.  of  Cowkeepers  and  Wholesalers 14 

,,  ,,  Wholesalers  and  Purveyors  ...  ...  ...  ...  3 

,,  „ Cowkeepers  and  Purveyors  ...  ...  ...  ...  12 

„ „ Purveyors  (only)  4 

„ „ Purveyors  coming  from  outisde  the  Urban  Area  ...  4 

,,  ,,  Milkshops  ...  ...  ...  ...  ...  ...  7 

Dairy  : Milk  receiving  depot,  brine  cooling,  heat  treatment 

of  Milk  and  Cheese-making  ...  ...  ...  ...  i 

Number  of  Licensed  Producers  of  “Accredited”  Milk  ...  3 


One  hundred  and  eighty-five  inspections  were  made  of  dairy 
premises  and  there  was  a general  improvement  in  the  cleanliness  of 
cattle  and  buildings. 

There  is  a dairy  in  the  area  which  received  an  average  of  8,300 
gallons  of  milk  a day.  Part  of  the  milk  is  brine  cooled  or  heat- 
treated  before  delivery  to  other  towns.  The  other  part  is  made  into 
cheese.  In  many  instances  there  was  considerable  delay  in  the  col- 
lecting of  milk  from  farms.  On  numerous  occasions  the  milk  pro- 
duced in  the  evening  and  the  following  morning  was  not  collected 
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xint.il  late  in  the  afternoon.  There  were  many  times  when  a quantity 
of  the  milk  was  found  to  be  unfit  for  liquid  consumption  and  had  to 
be  used  for  cheese-making.  In  such  circumstances  it  is  impossible  to 
supply,  to  the  consumer,  milk  of  good  quality  and  of  sufficient 
quantity. 

This  matter  was  taken  up  with  the  management  of  the  dairy 
and  it  was  found  that  they  collected  from  farms  within  a radius  of 
30  miles  and  had  to  collect  from  the  producers  allotted  to  them. 
There  was  a slight  improvement  after  approaching  them,  but  it  was 
obvious  that  the  only  way  to  overcome  the  difficulties  was  the  re- 
allocation of  producers. 

Sixty-three  samples  of  milk  were  forwarded  to  the  laboratory 
for  bacteriological  examination. 


Raw  Milk  : 


Number 

of 

Samples. 

44 


3 


Produced  in  the  District. 

Number  satisfying 
Methylene 
Blue  Test. 

25 

Produced  Outside  the  District. 

2 


Number 
not  satisfying 
Test. 

19 


3 


Heat-Treated  Milk. 


Number 

of 

Samples. 

7 


Treated  at  the  Local  Dairy. 
Samples  satisfying 
Plate  Count 
Test. 


Samples  satisfying 
Phosphatase 
Test. 


4 ...  6 

From  Outside  the  Area. 


7 


3 ...  5 


Investigations  were  carried  out  regarding  unsatisfactory 
samples  and  further  samples  were  taken. 

Milk  (Special  Designations)  Regulations,  1936—1942. 

Samples  Taken  by  Officers  of  the  West 
Biding  County  Council. 

“Accredited”  Milk  : 

Number  taken.  Number  satisfactory. 

5 * 


MEAT  AND  OTHER  FOODS. 


Number  of  Butchers’  Shops 


6 
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Premises  used  for  the  preparation  of  sausages,  potted,-  pressed, 

pickled  or  prescribed  foods  ...  ...  . ...,  7 

Seventy-six  visits  were  made  to  these  premises  and  they  were 
found  to  comply  with  the  requirements.  The  premises  registered  and 
used  for  the  preparation  of  cooked  meats  are  of  a small  type.  One 
room,  used  for  the  preparation  of  other  foods,  failed  to  comply  with 
Section  13  of  the  Food  and  Drugs  Act,  because  of  the  sanitary  con- 
venience communicating  directly  with  the  room.  Alterations  were 
carried  out  to  comply  with  the  Act. 

BAKEHOUSES. 

At  the  end  of  the  year  there  were  22  premises  on  the  register 
to  which  92  visits  were  made.  The  standard  of  cleanliness  was  good 
and  there  was  no  necessity  to  take  any  further  action. 


PREVALENCE  OF  AND  CONTROL  OVER  INFECTIOUS 
AND  OTHER  DISEASES. 

SCARLET  FEVER. 

Twenty-four  cases  of  scarlet  fever  were  notified  ; 22  were 

treated  at  the  Councils  Isolation  Hospital  and  two  patients  were 
isolated  at  borne. 

DIPHTHERIA. 

There  were  no  cases  notified  during  the  year. 

The  number  of  children  who  received  a course  of  immunisa- 
tion was  : under  five  years  of  age,  101  ; 5 — 15  years  of  age,  161. 

The  estimated  percentages  of  the  local  child-population  im- 
munised are  : 40  per  cent  under  five  years  of  age,  and  60  per  cent. 
5 — 15  years  of  age. 

MEASLES  AND  WHOOPING  COUGH. 

Forty-three  cases  of  whooping  cough  and  12  cases  of  measles 
were  notified.  In  comparison  with  last  year  the  notification"  of 
whooping  cough  increased  and  the  cases  of  measles  were  very  much 
reduced. 
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SCABIES. 

Facilities  are  available  for  the  treatment  of  these  cases  at  the 
Isolation  Hospital ; five  cases  reported  for  treatment  and  the  results 
were  satisfactory.  Emulsion  of  Benzyl  Benzoate  was  used  in  accord- 
ance with  the  recommendation  of  the  Ministry  of  Health. 


NOTIFIABLE  DISEASES  DURING  THE  YEAR  (OTHER  THAN 

TUBERCULOSIS). 


AGES 

Un- 

1 

2 

3 

4 

5 

10 

15 

20 

35 

45 

65 

Noti- 

to 

Total 

cler 

— 

fled 

Hospital  Heaths 

1 

2 

3 

4 

5 

10 

15 

2C 

35 

45 

05 

75 

Scarlet  Fever 

1 

5 

8 

4 

1 

4 

1 

24 

22 

Diphtheria 

— 

— 

Enteric  Fever 

Small  Pox  ... 

— 

Puerperal  Pyrexia 

Pneumonia 

1 

2 

2 

1 

4 

7 

3 

20 

L 

Erysipelas 

i 

3 

4 

Ophthalmia 

— 

Neonatorum 

Acute  Poliomyelitis 

1 

1 

1 

Whooping  Cough  . . . 

1 

5 

5 

7 

23 

2 

43 

Measles  

2 

4 

1 

1 

3 

1 

12 

Cerebro  Spinal 

Fever 

PREVENTION  OF  BLINDNESS. 

No  action  was  taken  under  the  provisions  of  Section  176, 
Public  Health  Act,  1936,  for  the  prevention  of  blindness  or  the 
treatment  of  persons  suffering  from  any  disease  or  injury  to  the 
eyes.  Cases  of  Ophthalmia  Neonatorum  are  notified  to  the  West 
Riding  County  Council  Medical  Officer. 

TUBERCULOSIS. 

It  was  not  necessary  to  take  any  action  under  the  provisions 
of  the  Public  Health  (Prevention  of  Tuberculosis)  Regulations, 
1925,  relating  to  persons  employed  in  the  milk  trade  or  the  com- 
pulsory removal  of  persons  suffering  from  the  disease. 

Phthisis  rate  per  1,000  population  was  -29,  compared  with 
•39  last  year. 
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NEW  CASES 

DEATHS 

Respii 

•atory 

N 

Respii 

Dil- 

atory 

Respi] 

•atory 

Non- 

Respiratory 

M. 

F. 

M. 

F. 

M. 

F. 

M. 

F. 

0 

1 

5 

15  

25  

35  

45  

55  and  upwards  ... 

1 

1 

1 

1 

1 

2 

1 

1 

1 

1 

1 

1 

1 

1 

Totals 

4 

3 

1 

4 

1 

2 

CANCER. 

Patients  suffering  from  cancer  may  receive  treatment  at 
the  Burnley  ictoria  Hospital  or  the  Leeds  General  Infirmary. 

There  were  18  deaths  occurring  at  the  following  ages  : 

M.  F. 

35—45  _ _ 

45—55  2 2 

55—65  2 6 

65  and  upwards  ...  ...  4 2 


I 


>' 


» 
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